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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 



IS 9705-1 (1980) : Quick Release Coupling for Vacuum Pipe 
Lines, Part 1: Screwed Couplings Type B [MED 17: Chemical 
Engineering Plants and Related Equipment] 
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Indian Standard ( Reaffirmed 2006 ) 

SPECIFICATION FOR 
QUICK RELEASE COUPLING FOR VACUUM PIPE LINES 

PART I SCREWED COUPLINGS TYPE B 
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1. Scope — Covers the requirements for screwed type couplings. 

2. Materials — Any suitable material consistent with vacuum use such as steel, aluminium alloy, 
brassj (extruded ). 

3. Dimensions — According to Table 1. 

3.1 The threads shall conform to IS : 4218 ( Part I ) - 1976 ' ISO Metric screw threads: Part ! Basic 
and design profiles ( first revision ) ' to IS : 421 8 ( Part VI ) - 1 978 ' ISO Metric screw threads: Part VI 
Limits of sizes for commercial bolts and nuts ( diameter range 1 to 52 mm ) ( first revision ) '. 

4. Vacuum 'O' Rings — Conforming to IS : 6838-1973 " Dimensions for '0' rings and grooves for 
vacuum flanges". 

5. Tolerances 

5.1 Tolerance on External Threads — Tolerance class 6 e [see IS : 4218 ( Part IV )- 1976 ISO metric 
screw threads: Part IV Tolerancing system ]. 

5.2 Tolerance on Internal Threads — Tolerance class 6 H [ see IS : 4218 ( Part IV )] - 1976. 

5.3 Tolerance for Untoleranced Dimensions — Medium class in accordance with IS: 2102-1969 
' Allowable deviations for dimensions without specified tolerances ( first revision ) '. 

6. Designation — A coupling of nominal size 6 conforming to this standard, shall be designated as: 

Coupling 6 IS : 9705 ( Part I ) 

7. Marking— Manufacturer's name or trade-mark, size, year of manufacture. 

7.1 ISJ Certification Marking — Details available with the Indian Standards Institution. 



EXPLANATORY NOTE 

There is already one standard on screwed type quick release couplings IS : 8262 ( Part I ) - 
1976 'Quick-release couplings for vacuum pipe lines: Part I Screwed type' based on ISO/DIS 2861. 

The coupling suggested in ISO/DIS 2861 should be adopted in the long run in our Indian 
Standard. As this changeover from the existing design may take a considerable amount of time, the 
specification on screwed type of coupling has been brought out in two parts. 
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TABLE 1 DIMENSIONS FOR COUPLING 

( Clause 3 ) 
All dimensions in millimetres. 
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Dimensions 


Nominal Size 
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